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CENTRAL INTELLIGENCE AGENCY " Jou 
WASHINGTON. D.C. 20505 s acs 
ODP-81-575 
SAF-E308-81 
1 May 1981 


MEMORANDUM FOR: Director of Central Intelligence 


Deputy Director of Central Intelligence 


Director Defense Intelligence Agency 


FROM 4 
Director, Consolidated SAFE Project Office/ODP 
SUBJECT 6 May 1981 Support for the Analysts' File 
Environment — (SAFE) Review 
REFERENCE : Memorandum ODP-81-304 dated 5 March 1981 


concerning SAFE Review 


The following points covering current events on mS 
SAFE Project will be briefed on 6 May: 


ie] 


ie) 


ce) 


Development status against plan 

Project staffing and funding status 

Current award fee determination 

Current concerns: 

-- TRW currently identifies three to six months 
potential slip. Corrective action is under 


way. 


-- TRW seeks an additional $1.4M for FY-1981 
funding. This request is being analyzed. 


-- Requirements must be frozen. 


Approved For Release 2006/04/27 : CIA-RDP84B00890R000500030058-9 


STAT 


Approved For Release 2006/04/27 : CIA-RDP84B00890R000500030058-9 


—w ~~ 


SUBJECT: 6 May 1981 Support for the Analysts' File Environment 
(SAFE) Review 
Distribution: 
1 - Deputy Director/NFAC/CIA 
1 - Vice Director for Foreign Intelligence/DIA 
1 - Each Addressee 
1 - Each Steering Committee Member 
1 ~ ODP Registry 
1 - Chrono 
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